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Medical  Officer’s  Report. 


Shelf,  June,  1914. 


TO  THE  UKBAN  DISTRICT  COUNCIL. 


Mr.  Chairman  and  Gentlemen, 

I  am  again  presenting  you  with  my  Annual  Report  on 
the  health  of  this  District  for  tlie  year  1913.  It  is  the  Fortieth 
Annual  Report  for  this  District,  and  the  eighteenth  I  have  had 
the  pleasure  of  personally  compiling,  and  my  last.  I  will  take 
this  opportunity  to  thank  you  for  the  many  kindnesses  I  have 
received  at  your  hands  during  my  seventeen  years  of  office,  and 
to  hope  that  you  will  continue  them  to  my  successor,  and  that 
the  same  good  feeling  between  Council  and  Officials,  that  has 
always  existed  in  the  past,  may  he  more  firmly  cemented  in  the 
future,  so  that  the  one  aim  and  desire  of  all  of  us,  may  be  the 
health  and  progress  of  our  district. 

Area  of  District  and  Population. — The  area  of  the 
district,  exclusive  of  water,  is  1303  statute  acres. 

The  population,  is,  I  think,  increasing,  owing  to  the 
improvement  in  trade  generally,  and  the  good  seasons  at  the 
mills,  several  families  have  come  to  reside  in  the  district.  I 
should  feel  inclined  to  estimate  the  population  as  2,400. 

Births.  —There  were  33  births  registered  during  the  year, 
consisting  of  15  males  and  18  females,  giving  a  birth-rate  of 
13  66  per  thousand,  which  is  almost  the  same  as  last  year. 
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Table  A,— BIRTHS. 


Year. 

Population 
E.stimated  to 
middle  of  year. 

1904 

2500 

1905 

2500 

1906 

2500 

1907 

2500 

1908 

2500 

1909 

2500 

1910 

2500 

1911 

2334 

1912 

2334 

1913 

2350 

Number. 

Rate  per  1,000. 

46 

18-4 

37 

14-8 

41 

16-4 

40 

16-0 

47 

18-8 

34 

13-2 

36 

14-4 

33 

14  13 

32 

13-71 

33 

13-66 

Deaths. — The  total  deaths  during  the  year  were  29.  17 

males  aud  12  females,  giving  a  yearly  death-rate  of  12-34. 
A  more  normal  rate  than  that  of  the  year  before,  which  was 
only  8-99  per  thousand. 


Table  B.— DEATHS. 


Year. 

Population 
Estimated  to 
middle  of  year. 

1904 

2500 

1905 

2500 

1906 

2500 

1907 

2500 

1908 

2500 

1909 

2500 

1910 

2500 

1911 

2334 

1912 

2334 

1913 

2350 

Number. 

Rate  per  1,000. 

42 

16-8 

33 

13-2 

48 

19-2  1 

29 

11-6 

37 

14-8 

31 

12-4 

33 

13-2 

35 

14-9 

21 

8-9 

29 

12  3 

5 


Table  B  /. 


Mortality  from  all  causes  at  subjoined  ages  for  the  year  1913. 


Under 
1  year. 

1  and 
under  5. 

5  and 
under  15. 

15  and 
under  25. 

25  and 
under  65. 

1 

65  and 
over. 

1st  Quart’r 

3 

2 

2nd  ,, 

i 

2 

5 

6 

3rd  „ 

•  •  • 

... 

1 

2 

2 

4th  „ 

1 

... 

2 

2 

Total 

2 

1 

2 

12 

12 

Table  B  ll,~lnfantile  Mortality  Rate. 


Vear. 

Populiition 
Estimated  to 
middle  of  year. 

Total  Deaths 
Registered 
at  all  ages. 

Number 

under 

1  year. 

Rate  per  1,000. 

1904 

2500 

42 

4 

95-23 

1905 

2500 

33 

3 

81-8 

1906 

2500 

48 

6 

125-0 

1907 

2500 

29 

6 

206-6 

1908 

2500 

37 

3 

81-8 

1909 

2500 

31 

3 

96-7 

1910 

2500 

35 

5 

135-8 

1911 

2334 

37 

4 

121-2 

1912 

^334 

21 

2 

95-2 

1913 

2350 

29 

2 

66-2 

Infantile  Mortality  Rate. — Only  two  children  died  under 
one  year  of  age. 
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ZYMOTIC  DISEASES. 

Diphtheria. — One  case. 

Erysipelas. — None. 

Small  Pox. — None. 

Typhus  Fever. — None. 

Enteric  Fever. — None. 

Relapsing  Fever. — None. 

Continued  Fever. — None. 

Puerperal  Fever. — None. 

Cerebro-Spinal  Fever. — None. 

Poliomyelitis  (Infantile  Paralysis). — None. 

Pulmonary  Tuberculosis. — None. 

Other  Forms  of  Tuberculosis. — One  case. 

Measles. — Epidemic. 

Chicken  -  Pox. — Epidemic. 

11/4  TER. 

The  supply  which  is  obtained  from  Bradford  Corporation 
through  a  local  company,  is  good  and  is  sufficient  for  the  whole 
district,  except  Pepper  Hill. 

It,  like  most  peaty  waters,  has  a  slight  plumbo-solvent 
action  if  untreated.  I  have  found  no  trace  of  lead  after  several 
examinations  at  different  times  during  the  year. 


EXCREMENT  OR  REFUSE  REMOVAL. 

The  Ashpits  are  emptied  by  Contract,  the  district  being 
divided  into  parts,  and  separately  contracted  for.  The  whole 
is  under  the  control  of  your  Sanitary  Inspector.  It  is  not  ideal, 
but  on  the  whole  better  than  it  might  be. 
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ROADS  AND  LIGHTING. 

Quite  good,  and  the  dust  nuisance  nothing  like  as  bad 
since  the  tar  spi’aying. 


HOSPITAL. 

Depends  entirely  on  the  needs  of  Halifax.  They  will 
take  any  of  our  cases  if  they  have  room. 

INFECTIOUS  DISEASES  NOTIFICATION 

ACT. 

Adopted  and  came  into  force  in  May,  1896.  Measles 
was  added  to  the  list  of  Notifiable  Diseases  in  July,  1898. 
Chicken-Pox  ought  to  be  included. 

BYE-LA  WS. 

They  were  adopted  on  Nov.  5th,  1901  ;  approved  by  the 
Local  Goverment  Board  Nov.  28th,  1901,  and  so  far  are  ample 
for  the  needs  of  the  district. 

YACCINA  TIONS. 

Not  many  done. 


DRAINAGE. 

The  whole  district  now  is  efficiently  drained  and 
sewered. 
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FACTORY  AND  WORKSHOP  ACT. 


Theie  aie  thre6  mills  in  the  District,  one  of  which  is 
divided  into  three  factories.  When  trade  is  normal  they 
together  employ  seven  or  eight  hundred  hands. 

The  spinning  of  yarns  and  manufacture  of  cloth  is  the 
stajile  trade  carried  on. 

Their  general  condition  is  satisfactory. 

Lumbrook  Mill  is  an  old  mill,  situated  on  the  borders  of 
Shelf,  Northowram  and  Halifax. 

It  is  pr  vided  with  lire  escapes,  che  nical  app  iratus  in 
the  rooms,  and  also  water  buckets. 

VMiitewashiug  is  done  every  fourteen  months. 

The  number  of  employed  is  as  follows: — 

Winding  Eoom:  20,328  cubic  feet,  4  males  (ventila¬ 
tion — open  windows.) 

Hand- Loom  Weavers:  20,328  cubic  feet,  10  males; 
3  females. 

Menders  :  20,328  cubic  feet,  28  females. 

i  privy  for  each  sex  provided  in  these  rooms. 

No.  1  Shed— Weaving:  124,608  cubic  feet,  7  males  ; 
37  females. 

No.  2  Shed— Finishing  and  Twisting  :  297,000  cubic 
feet,  26  males  ;  4  females. 

No.  1  and  No.  2  Sheds  use  the  same  con¬ 
veniences,  one  provided  for  each  sex. 

The  Sheds  are  ventilated  by  ventilators  and 
open  windows. 
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Combing  Room:  39,853  cubic  feet,  2  males;  4  females. 

Warping  Room  :  56,840  cubic  feet,  3  males;  3  females. 

Combing  Room  use  same  conveniences  as  No. 
1  and  2  shed. 

Warping  Room  use  same  conveniences  as  No. 
1  Spinning  Room. 

No.  1  Spinning  Room:  56,840  cubic  feet,  15  males ; 
25  females. 

No.  2  Spinning  Room:  56,840  cubic  feet,  12  males; 
20  females. 

DR.4WING  Room:  58,464  cubic  feet,  2  males;  14 
females. 

One  privy  for  each  sex  in  these  rooms. 

The  privies  are  newly  constructed,  detached  from  the 
main  building,  and  provided  with  through  cross  ventilation. 

About  221  persons  are  at  present  employed,  many  of  these 
live  out  of  the  District. 

The  lighting  and  ventilation  are  good. 

The  Bradford  and  Halifax  water  mains  are  close  to  the 

mill. 


A  Finishing  Department  has  been  added,  and  Settling 
tanks  have  been  provided  to  deal  with  the  trade  refuse. 

Clough  Mill.— Clough  Mill  is  a  modern  stone-built  mill. 
It  is  provided  Avith  an  up-to-date  stationary  fire-engine,  with 
lengths  of  hose  to  get  to  any  part  of  the  building. 

Buckets  are  hung  in  the  respective  rooms. 

White-washing  is  done  every  fourteen  months. 
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Settling  tanks  have  been  provided  to  deal  with  their  trade 
refuse.  All  waste  water  from  washing  and  scouring  depart¬ 
ments  is  run  into  tanks.  The  fat  is  broken  up  by  the 
addition  of  vitriol,  and  is  cleaned  out  and  refined.  This  ought 
to  practically  pay  for  itself. 

The  rooms  are  large,  well  lighted  and  ventilated. 

Number  employed: — 

No.  1  Boom,  101,300  cub.  ft.:  2  females;  11  males. 
No.  2  „  96,800  „  41  „  19  „ 

No.  3  „  96,800  „  28  „  7  „ 

No.  4  Garret,  70,000  ,,  16  ,,  3  ,, 

One  privy  for  each  sex  is  provided  in  these 
rooms. 

Weaving  Shed,  220,605  cuh.  ft.:  60  females;  4  males. 

Pour  privies  are  provided  for  females  in  this 
Shed ;  one  privy  for  males. 

Warping  Boom,  44,784  cub.  ft.:  5  females;  8  males. 

Weft  Boom,  24,600  cub.  ft.:  1  female;  3  males. 

Piece  Boom,  67,000  cub.  ft.:  28  females;  2  males. 

One  privy  provided  for  each  sex  in  these  three 
rooms. 

Blacksmith  Shop,  13,900  cuh.  ft. :  3  males. 
Offices,  9,300  cub.  ft. :  6  males. 

Twisting  Boom,  25,500  cub.  ft. :  14  males. 

Sizing  Boom,  19,200  cub.  ft. :  2  males. 

Finishing  Shed,  147,900  cub.  ft.:  12  males. 
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Shelf  Mills  live  a  large  stoue  building,  roughly  forming 
three  sides  of  a  square.  It  was  partially  rebuilt,  part  of  it 
being  destroyed  by  tire. 

It  is  divided  into  three  factories,  under  three  different 
firms.  The  largest,  a  firm  of  worsted  spinners,  employ 
about  250  hands.  The  other  two  firms  employ  about  fifty 
each. 

No.  1  Room,  Old  ^Mill,  54,756  cub.  ft. :  3  males;  25  females. 

No.  2  „  „  50,193  „  9  „  20 

No.  3  „  „  50,193  „  10  „  17 

No.  4  ,,  „  32,760  ,,  6  ,,  15 

There  is  one  water  closet  in  each  of  these  rooms 
for  each  sex. 

Spinning  Rooms,  New  Shed,  43,776  cub.  ft.:  6  males; 

18  females. 

One  privy  for  each  sex. 

Spinning  Room,  Old  Shed:  This  is  divided  into  two. 

Air  Space  87,360  cub.  ft.,  30  females  ;  10  males. 

The  other  portion,  111,016  cubic  feet,  30  females; 

7  males. 


There  are  four  privies  in  this  room,  kept  exclu¬ 
sively  for  the  use  of  the  females. 


One  urinal  erected  outside. 
Mechanics’  Shop,  8,720  cub.  ft.:  3  males. 


Carding  Room, 

8,720 

Ruling  Room, 

5,340 

Wash  House, 

27,946 

Co.MBiNG  Room, 

43,776 

,,  7  females. 

,,  20  males. 

,,  6  males ;  18  females. 


One  privy  for  each  sex  in  this  room. 
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There  are  three  privies  in  the  yard,  which  are  used  by 
about  30  males.  There  are  also  two  urinals. 

Weaving  Shed  :  77,025  cub.  ft.,  15  males;  35  females. 

The  mill  is  white-w'ashed  every  fourteen  months,  well 
lighted  and  ventilated  and  is  supplied  in  case  of  fire  with 
ample  lengths  of  hose-pipe,  unions,  &c.,  chemical  apparatus, 
and  water  buckets. 

Workshops. — In  the  District  the  Workshops  on  the 
register  are  as  follows:  —  Dressmakers  and  Milliner,  3; 
Wheelwright,  1 ;  Bootmakers,  2 ;  Shoeing-smiths,  1 ;  Steam 
Laundry,  1  ;  Plumbers,  1 ;  Joiners,  2. 

All  these  are  in  a  satisfactory  condition. 

Bake-houses  (1). — Satisfactory. 

Slaughter-houses  (6). — Satisfactory. 

Offensive  Trades. — One  Tannery,  in  good  condition. 

D.C.M.  Order. — This  is  yearly  making  itself  felt.  Farmers 
are  beginning  to  realize  that  they  will  get  better  results,  the 
more  hygenic  the  conditions  are  under  which  they  keep  their 
cows.  Fresh  air  and  cleanliness — the  latter  particularly — is 
very  hard  indeed  to  instil  into  the  minds  of  the  older 
school  of  farmers. 

A  register  is  kept  of  Cow-keepers. 

In  conclusion,  I  again  have  to  thank  your  Inspector, 
Mr.  Alfred  Eiley,  for  his  unfailing  kindness. 

I  have  the  honour.  Gentlemen,  to  be 
Your  obedient  servant, 

W.  ROSETHERNE  THOMPSON. 


Table  l.—FOR  WHOLE  DISTRICT. 
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Table  II. — For  Whole  District. 


CASES  OF  INFECTIOUS  DISEASE  NOTIFIED 
DUEING  THE  YEAR  1913. 


Notifiable  Disease. 

At  all 
Ages. 

At  Ages. 
Y  ears. 

1  to  25. 

Diphtheria  (including  Membranous  Croup)  ... 

1 

1 

Other  forms  of  Tuberculosis  . 

1 

1 

Measles  .  Epidemic 

Chicken  Pox  .  Epidemic 

Isolation  Hospital : — By  arrangement  with  Halifax. 
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Table  III, — For  Whole  District, 


CAUSES  OF,  A\D  AGES  AT,  DEATH  DURING 

YEAR  19T3. 


Causks  of  Death. 

1 

[  A.fc 

1  all 
Ages 

Under 

1  year. 

1 

5  and 
under 
15  years 

15  and 
under 
25  years 

25  and 
under 
45  years 

45  and 
under 
65  years 

65  and 
up¬ 
wards. 

Influenza  . 

1 

1 

Phthisis  . 

Cancer,  Malignant 

2 

•• 

1 

... 

... 

1 

Disease  . 

4 

1 

3 

Organic  Heart  Disease 

3 

2 

1 

Bronchitis . 

6 

3 

3 

Diarrhoea  &  Enteritis 
Nephritis  and  Bright’s 

1 

1 

... 

... 

Disease  . 

Congenital  Debility  and 
Malformation,  in¬ 
cluding  Premature 

3 

2 

1 

Birth  . 

Violent  Deaths, 

1 

1 

... 

... 

... 

... 

excluding  Suicide 

1 

... 

1 

Suicide  . 

1 

1 

Other  defined  Diseases 
Diseases  ill-defined  or 

5 

... 

1 

2 

2 

unknown  . 

4 

... 

... 

... 

2 

2 

32 

2 

2 

1 

1 

14 

12 

16 


Table  IV, — Fop  Whole  District, 


INFANTILE  MORTALITY  DURING  YEAR  T913. 


Causes  of  Death. 

3-4 

Weeks. 

3  months 
and 
under 

6  months. 

Total 

Deaths 

under 

1  year. 

Enteritis 

1 

1 

Atrophy,  Debility  &  Marasmus  ... 

... 

1 

1 

1 

1 

2 

Nett  Births  in  the  year— Legitimate,  33. 

Illegitimate,  nil. 

Nett  Deaths  in  the  year — Legitimate,  2. 

Illegitimate,  nil. 
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SHELF  URBAN  SANITARY  DISTRICT. 


Medical  Officer  of  Health  :—W.  ROSETHERNE  THOMPSON. 
Sanitary  Inspector A.  RILEY. 


WATER  SUPPLY— 

Any  developments  during  1913? — Xo. 

Any  insufficiency,  and  where  l—Nont. 

Any  curtailment? — Xo. 

Any  unsatisfactory  quality,  and  where?— Wo. 

Any  unchecked  plumbo-solvent  action? — Xo. 

DRAINAGE  AND  SEWERAGE— 

An3’  Developments  during  1913? — Xo. 

Developments  still  needed— Wo?je. 

Any  inadequacy  of  Sewage  Disposal  Works  or  complaints  as  to 
smells  ‘i—No. 

No.  of  Sink  Wastes  disconnected  during  1913 — 19, 

Trapped— 59. 

Proportion  of  Sink  Wastes  still  needing  disconnection — 6. 

Untrapped — 9. 

CLOSET  ACCOMMODATION— 

.No.  of  Privie.s  with  open  Middens--^. 

No.  of  Pail  or  Tub  Closets— 5. 

No.  of  Privies  with  covered  Middens — ^06. 

No.  of  Water  Clo-ets — 

No.  of  Waste-water  Closets — 1. 

No.  of  Glosets  constructed  in  1912  for  new  houses  (a)  (w  c  ’si— 6 
(b)  Other— i.  v  /  v  •  •  ; 

Scavenging- 

How  is  refuse  disposed  of— Tips— DGu.sed  Quarry  . 

Total  Annual  cost — £73. 

Is  there  any  inadequacy,  and  where  "I— None. 

Any  change  during  1913? — Xo. 

SCHOOLS- 

No.  of  Elementary  Schools  in  District — 2. 

No,  of  visits  to  Schools — Almost  daily  during  Epidemics. 

Action  taken— 6’(!a<e  School  closed  tivice  for  Chicken  Pox,  and  later 
Meades. 
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NUISANCE  INSPECTION— 

Total  No.  of  Inspections  made  in  1913 — 89. 

Informal  Notices  served — 6.  Complied  with — 6. 

Statutory  Notices  served — None. 

Total  Number  of  Nuisances  in  hand  at  close  of  1912 — 2. 

,,  ,,  at  close  of  1913 — None. 

Total  Number  of  Nuisances  reported  during  1913 — 12. 

,,  ,,  abated  during  1913 — 11. 


Regulated  Buildings, 
Trades,  &c. 

No.  in 
District. 

No.  on 
Register. 

Total  No.  of 
Inspections 
made. 

General  Condition  ? 

Offensive  Trades.. 
(Tannery) 

1 

1 

6 

Tannery,  Good 

Have  the  Council  declared  any  other  processes  to  be  offensive  trades, 
e.r/.,  Fish-frying,  Maggot-breeding,  etc. — No. 

MILK  SUPPLY— 

No.  of  samples  taken  by  Officers  of  S.A.  for  analysis  under  F.  &  D. 
Acts — None. 

What  arrangement  for  Veterinary  Inspection  of  dairy  cows — A^one. 

No.  of  animals  notified  by  Police  under  Tuberculosis  Order,  1913 — None. 

Any  action  thereon  by  S.A.,  e.g.,  to  ascertain  if  cowsheds  affected  were 
satisfactory — None. 

Any  instance  of  disease  attributed  to  milk  in  1913 — No. 

No.  of  Cowkeepers  in  district — 39.  No.  registered — S9. 

No.  of  Milksellers  who  are  also  Cowkeepers — 18.  No.  who  are 
Purveyors  only — None.  Total  No.  registered — 18. 

Total  No.  of  Cowsheds — 39.  No.  of  Inspections  in  1913 — 45. 

General  condition — Fairly  good. 

Ai>prox.  No.  of  Milch  Cows  in  District — 249. 

Any  insufficiency  in  Milk  supply— ^Vo. 

Legal  proceedings  under  D.C.  M.  Orders — None. 

Any  Inspection  or  other  action  by  Districts  to  which  Milk  is  sent  1—No. 
OTHER  FOODS— 

No.  of  samples  (other  than  milk)  taken  by  Officer  of  S.A.  for  examin¬ 
ation  under  the  Foods  and  Drugs  Acts — None. 

No.  of  seizures  of  unsound  food — None. 

No.  of  Slaughter-houses— 6'.  No.  registered— 6.  Kind  and  condition — 
Stone  Buildings  (good). 

No.  of  Prosecutions  (a)  Food  and  Drugs— Wo?je.  (6)  Unsound  Food— 
None,  (c)  re  Slaughter  Houses — None. 
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HOUSING- 

Any  scarcity  of  liouses,  if  so,  where  ? — None. 

Any  overcrowding  of  persons  in  houses,  and  where? — No. 

No.  of  cases  of  overcrowding  dealt  with  during  1913—2. 

Any  .special  activity  in  Hou.se  Building,  and  where? — No. 

No.  of  New  Houses  built  during  1913  (a)  Working-class  dwellings — 5. 
{b)  Other— AVae.  ^ 

Any  working-class  dwellings  erected  during  1913  by  Sanitary 
Authority  ? — No. 

Are  Sanitary  Authority  contemplating  erection  of  working-class 
dwellings  ? — No. 

TOWN  PLANNING— 

Any  scheme  prepared  during  1913  ?  If  so,  give  details— A^o. 

Any  scheme  contemplated  ?  If  so,  for  what  area  ?—iVo. 

FACTORIES  AND  WORKSHOPS— 

Any  Smoke  Nuisance,  and  where? — No. 

No.  of  Smoke  Observations  taken — 3. 

ADOPTIVE  ACTS— 

Acts  adopted  during  1913? — A'bwe. 

BYE-LAWS  AND  REGULATIONS— 

Any  adopted  during  1913  ? — No. 

Are  any  other  Byelaws  needed  1—No. 

INFECTIOUS  AND  OTHER  DISEASES— 

What  Diseases  have  been  specially  prevalent  in  1913 1— Chicken  Pox  and 
AieasCes. 

What  .special  action  to  combat  s&me  ^.—Schoot  rlowd  and  dis^infected. 

Is  Hospital  accommodation  adequate  and  sufficient  ?— Fes,  so  far. 

What  arrangements  for  the  supply  of  antitoxin  ?— Can  Telephone  to 
Bradford  for  it  when  needed. 

Any  Diseases  specially  added  to  notifiable  list  ?— Wo, 

Any  influences  threatening  the  health  of  the  District? _ Wo. 

SPECIAL  REPORTS  AND  INVESTIGATIONS— 

Chicken  Pox.  Measles. 

INFANT  MORTALITY— 

What  organised  effort  to  control  it? — None. 

Has  Notification  of  Births  Act,  1907,  been  adopted  ?— Wo. 

Is  Health  Visitor  appointed  by  S.  A.  ? — No. 

By  other  body — No. 

Causes  of  excessive  Infant  Mortality  in  1913— Wo2  excessive. 
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BACTERIOLOGY— 

Is  County  Laboratory  utilized  ? — Yes. 

VITAL  STATISTICS— 

Births  during  1913 — Males  15.  Females  18.  Total  33. 

Number  illegitimate,  included  in  above — None. 

Number  of  Still  Births  (not  included) — None. 

Deaths  during  1913 — (1)  Gross  Deaths,  i.e..  Total  actually  registered  ) 

in  the  district,  without  any  correction  / 

(2)  Nett  Deaths,  on  which  the  rates  are  calculated — 
Males  19  ;  Females  13. 

Number  of  uncertified  deaths  included  above — None. 


MISCELLANEOUS— 

What  Mortuary  accommodation  (a)  for  Accidents  “i—None. 

(b)  for  infectious  cases  other  than  at 
Hospital  ? — None. 

Number  of  Burial  Grounds — J^.  Any  need  for  extension  ? — No. 

Are  there  any  Maggot-breeding  establishments  in  District? — No. 

Any  nuisance  therefrom  or  action  in  relation  thereto  ? — No. 

SANITARY  STAFF- 

What  is  the  present  annual  salary  of  the  M.O.H. — £20  per  a7inum. 
Name  of  Sanitary  Inspector — Alfred  Riley, 

Annual  Salary  as  Inspector — £20. 

Other  appointments  held — Purveyor  of  fHi/hicays. 

Salary  for  such  other  appointments — £72  16s. 

Any  Assistants — None. 

Is  Staff  sufficient? — Fes. 


1.  INSPECTION  OF  FACTORIES.  WORKSHOPS  AND  WORKPhACES. 

Including  Inspections  made  by  Sanitary  Inspectors  or 
Inspectors  of  Nuisances  — 

Factories  (including  Factory  Laundries) — Inspections,  7. 
Workshops  (including  Workshop  Laundries) — Inspections,  4- 


4.— REGISTERED  WORKSHOPS- 
Wheelwriglit,  1. 

Shoeing  Smith,  1. 

Joiners,  2. 

Dress  and  Millinery,  3. 


Boot  Makers,  2. 
Steam  Laundry,  1. 
Plumber,  1. 
Butcher,  1. 


Total  number  of  workshops  on  register,  12. 


June  7th,  1914. 


Signed — 


W.  R.  THOMPSON, 

Medical  Officer  of  Health. 


